PC Card 



10/100 Mbps CardBus Ethernet Card 




Installation Manual 



Standards 


IEEE 802.3 & 802.3u, 32-bit PC Card 


Ports 


One shielded RJ-45 port 


LEDs 


10 Mbps link, 100 Mbps link, Activity 


Operating 


Temperature 0-50 degrees C 


Humidity 


10-90% non-condensing 


Maximum operating distance 


100 m (328 ft.) hub to node 



